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ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 SY-05 /019W 

051279 271313Z/43 

R 270905Z JUN 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 4466 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 

UNCLAS LENINGRAD 01838 


Message Text 


DEPT FOR A/FBO, A/SY/OPS/T, A/SY/OPS/FO, A/SY/NSU 
MOSCOW FOR FBO, RSO 
FRANKFURT FOR RSS, RTC 

E.O. 11652: N/A 
TAGS: ASEC.ABLD 

SUB J : LENINGRAD FIRE ALARM SYSTEM 


1 . FBO ELECTRICAL CONTRACTOR M. HORAN DEPARTED FOR 
PRAGUE AFTER COMPLETING APPROXIMATELY TWO-THIRDS 
OF INSTALLATION. RETURN TO LENINGRAD IS EXPECTED IN TWO 
TO FOUR WEEKS. 


2. CONTRACTOR ESTIMATES ADDITIONAL 2,000 FEET OF 16/2 
JACKETED ALARM WIRE WILL BE REQUIRED TO COMPLETE 
INSTALLATION. THIS IS IN ADDITION TO ANY MATERIAL 
PRESENTLY AT POST. 


3. THE FOLLOWING MATERIAL HAS BEEN BORROWED FROM EMBASSY 
MOSCOW AND WILL BE REPLACED WHEN ADDITIONAL 
SUPPLIES ARE RECEIVED FROM FBO: 


4,000 FEET, 16/2 JACKETED ALARM WIRE 
36 EACH, "HANDYBOX" WITH 1/2 INCH KNOCKOUTS 
50 EACH, HONEYWELL TC-100 MOUNTING BASES 
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200 FEET, 1/2 INCH CONDUIT 

4. REQUEST FBO PROCURE AND SHIP THE FOLLOWING 
TO LENINGRAD: 


6,000 FEET, 16/2 JACKETED ALARM WIRE 

36 EACH, "HANDYBOX" WITH 1/2 INCH KNOCKOUTS 
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2 BOXES, 2 1/2 INCH RAMSET PINS FOR LOW VELOCITY 
4 BOXES, "BROWN" NUMBER 2 LOW VELOCITY RAMSET CHARGES 
4 BOXES, "GREY" NUMBER 1 LOW VELOCITY RAMSET 
CHARGES 

5. REQUEST FBO ADVISE STATUS AND REGISTRY NUMBERS 
OF SMOKE DETECTOR HEADS, BASES, AND CONDUIT PREVIOUSLY 
REQUESTED. BUCHANAN 
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NNN 
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